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Revision: A 
EQUIPMENT LIST Y-K 
FLY-AWAY KIT FOR 14-CHANNEL 
DATA REDUCTION EQUIPMENT 
RACK K 
MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT .COST UNITS AMOUNT 
l 56018 Fuse, 12 Amp., 250 V.» 3AB, 
LITTIEFUSE No. 314012 $ 07 5 $ +35 
2 30432 Capacitor, Electrolytic, SOMFD, 
25 V-, CORNELL-DUBILIER No. BBR50-25 60 1. .60 
3 30486 Capacitor, Electrolytic, 200MFD, 
125 V., MALLORY No. NP1225 2.85 1 2.85 
4 45094 Tube, Vacuum, 6098/6AR6 8.03 3 2.09 
5 59122 Lamp, Neon, 5NE2 85 3 2,55 
6 55028 Diode, Selenium, INTERNATIONAL 
RECTIFIER CORP. No. 5U1 1.22 2 2.44 
7 54990 Diode, Selenium, INTERNATIONAL 
RECTIFIER CORP. No. 8U1 1.00 2 2.00 
8 68033 Relay, 3PDT, 115 V., — 
POTTER-BRUMFIELD No. KL-14A 4.78 2 9.56 
9 68102 Relay, SPDT, 115 V., 
POTTER-BRUMFIELD No. KA-5A 2.40 2 4.80 
10 68025 Relay, DPDT, 1000 Ohm, 
SIGMA No. 22RJCC1LOOOG-SIL 15.75 2 31.50 
11 68083 Relay, Thermal, Time Delay, 
20 seconds, CURTIS-WRIGHT : 
No. 117-20-A 7-90 1 7.90 
12 68084 Relay, Thermal, Time Delay, 
115 V., 40 seconds, Continuous, 
Normally open, G. V. CONTROLS 
No. RO-20 9.64 oe 9.64 
13 68092 Relay, Thermal, Time Delay, 
115 V., 60 seconds, Continuous, 
Normally open, G. V. CONTROLS 
No. RO-60 9.64 1 9.64 
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